BEACON  OF  FAITH  CROSS  and  tf(m&$?  ^\ 
Mission  of  Nombre  de  Dios 

St.  Augustine,  Florida  jg 

208  ft.  Beacon  of  Faith  stainless  steoi  Cross  on  | 
tho  grounds  ot  famous  Mission  of  Nombre  de  Dios  fS 
in  St.  Augustine,  Florida  ....  Cross  erected  19o&  <Sy 
as  beacon  to  all  faiths.  \fS7^J^ 
Photo  by  Beaudoin'sStmdia 
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